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OFFICE OF RESEARCH AND DEVELOPMENT 


GENERAL NOTICE NO. 118 
1 August 1980 


SUBJECT: Organization of the Collection Technology Group 


Effective 1 August 1980, the Physical Sciences Research 


Division of the Office of Research and Development is re- 


organized into the Collection Technology Group, as shown on 


the attachment. 


Philip K. Eckman 
Director 
of 
Research and Development 


Attachment: 
Organization Chart 
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